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Separate paging Is given to this Part in order that it may be Hied 
as a separate compilation 


MINISTRY OF IRRIGATION AND POWER 

New Delhi, the 23rd October 1971 
NOTIFICATION 

S.O. 4037. — In exercise of the powers conferred by sub-clause (ix) of clause (a) 
of sub-section (1) of section 2 of the Essential Services Maintenance Act, 1968 
<59 of 1968), the Central Government, being of opinion that strikes in any service 
connected with the supply of electrical energy to the public in the State of Assam 
or with the generation, storage or transmission of electrical energy for the pur- 
pose of such supply [not being any such service falling under sub-clause (viii) 
of clause (a) aforesaid] would result in the Infliction of grave hardship on the 
community, hereby declares every such service to be an essential service for the 
purposes of the said Act. 
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[No. EL.II. 17 ( 131 )/ 71 .] 
S. N. VINZE, Jt. Secy. 
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23 WJR, 1971 

VT° WTo 4937. — miTO itdTlT ^TIT Tjq>, qq strfaffRHT, 1968 ( 1968 *FT 
59) T't STTTT 2 # ^TtriTT ( 1 ) % (qr) % 3WR (ix) STTT STCrT ^rfFTtff 
”5T SET)*! qR^ £tr TR^R, fRqqff Sf? TFT | fqr ?WTT TEST if jfFrdT qrT 

fsra^rr 3wrf % srcm it m iffr sret % qqREmq fa^rr % ^pteet, sfsTTqrrnr 
4T qrtn q 4' fi^fsFT eft fqqft #5rr f [sfr (qr) % RW'nr ( viii ) y 

wtfr=T w't qrqff itaT h |t] zj^mr % qfv q-wq^q- qqqrq qif qnfflr qfodii 
TERT #1 Xfuift, 3q<T ^rftrffETTT % qqRETT*) gr rrift ifqq qtf r ; 7 ’TFIWq 
iPTT qtfqrT SfEfcfV | I 

[JTO i orT5To-II-l 7( 13l)/flj[ 
«tr qro fqjf, qqqq nt’rq i 


ORDER 

New Delhi, the 23 rd October 1971 

S.O. 4038. — Whereas the Central Government is satisfied that in the public 
Interest, It ia necessary to make the following order; 

Now, therefore, In exercise of the powers conferred by sub-section (1) of sec- 
tion 3 of the Essential Services Maintenance Act, 1968 (59 of 1968), the Central 
Government hereby prohibits strikes In any service in the State of Assam connected 
with the supply of electrical energy to the public or with the generation, storage 
or transmission of electrical energy for the purpose of such supply, which has 
been declared by the notification of the Government of India In the Ministry of 
Irrigation and Power, S.O. 4037, dated the 23rd October, 1971, to be an essential 
service for the purposes of the said Act or which falls under sub-clause (viii) of 
caluse (a) of sub-section (1) of section 2 of the said Act. 

[No. EL, II. 17(131) /71.] 
By order and in the name of the President. 

S. N. VINZE, Jt. Secy. 


qf 23 1971 

VTo WTo 40 38. — m: IRqrR qq M fPTTilM pft *Rr f % if 

^ i5 Hi qRqi v i q s*u <t, $■; 

*FT:, SR, wm ^RTE V3tf qq wfyfalTfT, 1968 ( 1 968 qq 5 9) 

qft tJRT 3 4?t UqURT ( 1 ) JRT qqR qfqrEff qr 3PfPT ^ JtT %TjfkT 1R-,, R 

trfTTjFTTOF ter q n7f[ ipqr 3 qr qftm qR?ft % qqqr qrr 
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'Sip 3wT? % SRia if TT 0% X5TT % Wfuram f^[T TTTff % TFTKa, WTWT 
m qTtTor Ji^rPyT £ jfr *rmr arfrpr % famt sftr fa^r ^nm m wftr^rT 
<fi TT o mo 4037, TTTta 23 Sfa?pm 1971 JT7T OTT ^rfafamr % SEj'Rrfi 

c f'^rr srnruir^ irarr sfrftra aff m arr | m ifr aaa wfsrf^nr # am 2 aft 
^ram (1) % ijtt (ar) % aa'aw ( viii ) % srefra srnfr& 1 

[^of 0 nsfoII-l 7 ( 13 l)/ 7 l] 
Tr%?fh % srrasr a *t>t am if 
>sff aio r«w, afaa 1 
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